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July  29,  1975 


TO:  Holders  of  the  Flood  Hazard  Analysis  of  the 

Pocasset  River  & Meshanticut  Brook 
Cranston,  RI 


More  than  a year  ago  you  received  a copy  of  the  publication 
entitled  "Addendum  - Flood  Hazard  Analyses  of  the  Pocasset 
River  & Meshanticut  Brook  in  Cranston,  RI"  dated  September  1973 
from  this  office. 

Last  fall  we  located  an  error  in  the  report  that  necessitated 
the  enclosed  addendum. 

Will  you  please  destroy  or  mark  out  in  your  original  publication 
the  following: 


- Flood  Delineation  Maps:  1 through  5 

- Pocasset  River  Flood  Profile:  1 through  9 


- Typical  Valley  Cross  Section,  Pocasset  River: 
Sheets  1 & 3 


We  hope  this  error  has  not  inconvenienced  you. 


State  Conservationist 
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APPENDIX  A 


BM  B-24 
BM  59 

TBM-11 

BM  - 21 

TBH  - H 

BM  256 

TP-1 


BENCH  MARK  DESCRIPTIONS 
Pocasset  River 


C & GS  bench  on  the  Pawtuxet  River  bridge  on  Route  95. 
Elevation  33.41 

Top  of  downstream  southwest  corner  of  Pontiac  Avenue 
bridge  headwall  over  the  Pocasset  River. 

Elevation  26.57. 

Nail  in  shiner  in  the  base  of  pole  #35  on  the  north  edge 
of  Garden  City  Drive,  200  feet  west  of  Pontiac  Avenue. 
Elevation  30.90. 

Top  of  curb  chisel  square  at  road  edge  opposite  the  south- 
west corner  of  Reservoir  Avenue  bridge  headwall  0.6  foot 
above  the  road  surface. 

Elevation  33.44. 

On  the  south  side  of  Park  Avenue  bridge,  chisel  square 
top  of  granite  curb  painted  red,  approximate  centerline 
of  bridge. 

Elevation  48.03. 

Chisel  square  top  of  the  southwest  corner  of  stone  headwall 
on  the  Cranston  Street  bridge  over  the  Pocasset  River. 
Elevation  60.66. 

Chisel  square  top  of  upstream  northeast  corner  of  Route  #14 
(Plainfield  Street)  bridge  headwall  over  the  Pocasset  River. 
Elevation  84.20. 


BENCH  MARK  DESCRIPTIONS 


Meshanticut  Brook 

BM  J-30 

Bronze  disc  top  of  northeast  abutment  on  the  north  side  of 
Interstate  #295  over  the  Penn.  Central  R.R.  & Providence 
Street  overpass,  Warwick,  R.I. 

Elevation  69.58 

BM  L-30 

Bronze  disc  in  the  top  of  the  wingwall  at  the  south  corner 
of  the  northbound  lane  of  the  overpass  over  Wilbur  Avenue 
25.5  feet  southeast  of  the  center  lane  of  the  northbound 
land  of  Interstate  #295. 

Elevation  68.14. 

BM  M-30 

Bronze  disc  set  on  the  top  of  south  end  of  the  east  head- 
wall  for  a 10  foot  box  culvert  under  the  southbound  lane 
of  Interstate  #295.  0.1  mile  north  of  state  highway  #37 
overpass. 

Elevation  52.98. 

TP-9 

Top  of  granite  bound  on  the  north  side  of  Highland  Street 
25  feet  west  of  road  leading  over  Dam  at  Meshanticut  State 
Park  Pond  outlet  approximately  40  feet  south  of  stream, 

12  feet  north  from  north  edge  of  Highland  Street  painted 
orange . 

Elevation  58.62. 

TBM  #10 

Top  of  upstream  northwest  corner  of  Scituate  Avenue  box 
culvert  headwall  over  Meshanticut  Brook. 

Elevation  119.96. 
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SOURCE:  Semi -Controlled  Mosaic  prepared  from  USDA  -ASCS 
Aerial  photography  flown  1970 
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